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			For MawMaw,

			“You are forever my best friend. I love you.”

		

	
		
			“When in eternal lines to time thou grow’st, 

			So long as men can breathe, or eyes can see,

			So long lives this, and this gives life to thee.”

			   -Sonnet #18, William Shakespeare

		

		
			“It is common folklore that a visit from a cardinal represents a sign from a loved one who has passed. While this belief cannot be traced to a single origin, birds have often symbolized heavenly visitors, messengers to the gods, or even the gods themselves in feathered form.”*

		

		
			*Mayntz, Melissa. “Meaning of the Cardinal: Legends, Lore, and Spiritual Symbolism.” Farmers’ Almanac, 2024, https://www.farmersalmanac.com/cardinals-legends-lore-and-spiritual-symbolism
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